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3.75 (c) (1) (i) 

NODS1MG FACIUT1E&. GENERAL 


(c) Surfaces: Any surface t^at comes in contad wilrt nhp' s must: 

Be free of excessive rggl that prevents itie nac^iired deaning and sanilatign, gr that affects the slnjctural strength of 
the surfaoet 


Rusted surlaces were observed on the center beam oF the macaque enclosure and on the side panel and bottom 
pipe of tfre spder monKsys enclosure. 

In order to clean and sanilized itw enclosures aoocrding ic 3.a4 of Ibis subparl. surlaces ntusl be spot cleaned daily 
aixJ sariitized wbich is not posatile when rust is ptresenl on the surface. 

To be corrected by November 16, 2[]'12. 


3.125 (a) REPEAT 

FACILITIES. GENERAL 

Sec. 3,125 Facilities, general. 

(a} Structural strength. The Facility must he oqnstrugled of such materiel and of such strength as appropriate tor the 
animals Involved. Ttre IrMloor and outdoor housing lacllities shall be structurally sound and shall t>c maintained in 
good repair to protect lf»e animals Irom injury arxJ to contain iFte animals, 

''"Mulliple enclosures (Bears„ hyenas end tigers.) had exposed underground wire wtiich may be dangerous to Iho 
animals If tbeir paws andt'or linnb gel ceugbt and entangled In Itie exposed wire. 

'“The Tayra enclosure had exposed nails and screws and the wood was rotted around the entrance doer. 

Tne porcupine enclosure had a hole on the floor close lo Itie edge ol the side panel that oan be a potential escape 
route for the animal or an entrance for an outside animal lo get in. 

"'Housing facililies shall be ginjcturally sound and shall be maintained in good repair to prelect the animals from 
injury and to centein the animals. 
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3.13EJ REPEAT 

WATERING. 

Sec. 3.iaH> Watering. 

‘"All water receptacles shell be kept dean end sanitary. 

'"‘Mulllple wal&r rsceptacles oDservctd wllli sedimenlation accjmutallon and iTia water had a raddrsh 
disccloration due te the iron conieni in lt»e water. 

’"In Order 10 prevent gadrcinieelinal disease all water receptades shall be kepi dean artd sariiary aa olien as 
nacessary .A miration system is in the process of inslallalron but Is sill! not working. 

3.131 (a) 

SAMITATIOM. 

Sec. 3.131 Sanitalion, 

(a) Cleaning di enclosure Escreta shall be removed frgm primery enclosures es pHen as necessary tg prevent 
oontami natron of the animals oontalnad theram and to minimize disaasa hazards and to reduce odors. 

"*MuHiple eridosunes (Hyenas, Bear, Lions and Palm Civet) had accumulation ol fecal material. 

'"In Order to prevent disease hazards and be reduce odors exdrela shall be removed trem primary enclosures as 
often as necsssary. 

To l?5 oorrecfed by November 16, £01? 


3.131 (c) 

SAMITATIOM. 

Sec. 3.131 Sanitalion. 

(c) Hpueekeepung PremHas atiall be kept cleen and in good repair^ in grder tq prglect (he animals from injury and 
to facilitate the prescribed husbandry pracllces set forthi m this subpart. 

"‘Accumulation o1 trash and discarded material was observed on the facilities premises. 

'"Accumulation ol trash and disoardad material shall be plaoed in designated areas and cleared as necessary lo 
protect the health ol the ammals. 

Tg be oorrecfed by November 16, £012 


’"An exit mierview was conducted with the licensee 
"‘This Is an olectromc copy of a hand wnlien/word rapon. 
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